Message 


From: 

Sent: 

To: 

Subject: 

Attachments: 


Corbett, Kate (DPH) 

7/19/2012 5:05:52 PM 

Zanolli, Janice (DPH) [/o=Commonwealth of Massachusetts/ou=MassMail-01/cn=Recipients/cn=Janice.Zanolli] 



From: Pressat, Vallery (SUF) 

Sent: Thursday, July 19, 2012 12:15 PM 
To: Corbett, Kate (DPH) 

Cc: Distefano, Michael (SUF) 

Subject:haMHBH 


Corbett email PRR 019289 







